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Dates 


Nomenclature 


Unit Price Total Price 


# 
1 S621LM Partial Pressure Suit for 1 $1,011.86 $1,011.86 
: -167 
. Delivery: as Soon As Possible ; ¢ 
earner aera ed eemeenmm nnn emeiadebiabein enmeetemenienm namin adimntednitie rnt nanny ae ee nee 7 iene 


Prices are fair and reasonable and this 
Exhibit is herebv approved, 


$1,011.86 


Contractor warrants prices conform to the 
25X1A9a price formula in effect on date of this 
Exhibit. 


25X1A5a1 
SIGNED: 
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Contracting Officer 


